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Message Text 

UNCLASSIFIED 

PAGE 01 JAKART 08324 240726Z 
ACTION EA-09 

INFO OCT-01 ISO-OO EB-07 PASS-00 AS-01 /018W 

070734 240728Z/17 

P 240612Z JUN 77 
FM AMEMBASSY JAKARTA 
TO SECSTATE WASHDC PRIORITY 1960 
INFO USDOC WASHDC PRIORITY 

UNCLAS JAKARTA 8324 

TO: KENNEDY VAN SAUN CORP. 

BEAVER STREET 

DAN VILLE, PENNSYLVANIA 17821 
TELEX: 841-410 

E.O. 11652: N/A 
TAGS: BTIO, IS 

SUB J : PILOT PLANT FOR ARTIFICIAL LIGHT WEIGHT AGGREGATE TO BE SET 
UP BY THE STATE HOUSING RESEARCH CENTER 

1 . EMBASSY RECEIVED LETTER DATED JUNE 20 FROM MR. LIEM TJOEN KWI, 

MANAGING DIRECTOR OF NATIONAL TRADING COY., JALAN BANCEUY 7, BANDUNG, 

WEST JAVA. INDONESIA, CABLE ADDRESS: NATRACO, CONCERNING ABOVE MEN 
TIONED PROJECT WHICH WILL BE RETENDERED AGAIN ON JULY 4.1977. 

2. PRODUCTS EXPECTED TO BE TENDERED INITIALLY ARE AS FOLLOWS: 

A. ONE SET RUBBER BELT CONVEYOR WITH HOPPER, FLAT TYPE.MAX.300 KG/H 
AND MIN.100 KG/H, 1200 MM LENGTH.400 MM BELT WIDTH AND 10.4 

M/M IN BELT SPEED.0.4 M3C-480KG) HOPPER CAP. 

B. ONE SET PORTABLE BELT CONVEYOUR.IOT/H CAP., 10,000 MM LENGTH, 

350 MM BELT WIDTH.20M/MIN BELT SPEED. 

C. ONE SET CHARGING CHUTE, THERMOSTABLE PIPE TYPE, 1,000 KG/H CAP., 

SIZE OF DIAMETER 200 MM LENGTH 2,500 MM WITH HOPPER. 

D. ONE SET ROTARY KILN, APPROX. 154 KG/H-ALA, SHELL SIZE OF 
DIAMETER:INSIDE 1,000 MM AND LENGTH 10,000 MM, 150 MM 
BRICK THICKNESS AND 3,846 M3 EFFECTIVE VOLUME.MAX. 3R/M 
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KILN SPEED AND MIN.0.75 R/M. 

E. ONE SET CYCLONE TYPE DUST COLLECTOR, MAX.60 M3/MIN CAP. 

AND MAX. TEMP.300 CENTIGRADE, OUT SIZE 3,000 MM HEIGHT. 

F. ONE SET SINGLE SUCTION PLATE EXHAUST FAN, MAX.60 M3/MIN 
CAP.. MAX. TEMP. 350 CENTIGRADE, PRESSURE-200 MMAQ 
SUCTION AND SPEED 1,170 RPM. 

G. ONE SET COMPACT OIL BURNER WITH 69 L/H CAP., 2.0 KG/CM2 
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OIL PRESSURE AND 1,000 MMAQ AIR PRESSURE. 

H. ONE SET SINGLE SCREW PUMP WITH 200 L/H MAX.CAP., 3.0 
KG/CM2 DELIVERY PRESSURE, 1,1 70 RPM ROTATION SPEED. 

I. ONE SET SINGLE SCREW PUMP WITH 1,000 L/H MAX.CAP., 

3.0 KG/CM2 DELIVERY PRESSURE, 1.170 R/M ROTATION SPEED. 

J. ONE SET SINGLE SUCTION TURBO BLOWER, IMPELLER MOUNTED ON 
MOTOR SHAFT WITH 15 M3/MIN CAP., 50 CENTIGRADE TEMP., 

PRESSURE: ATMOSPHERE SUCTION AND 1,000 MMAQ DELIVERY, 

3.000 RPM SPEED. 

K. ONE SET OIL SERVICE TANK, CYLINDER STYLE WITH SUPPORT TYPE, 
SIZE OF DIAMETER 1,000 MM AND 1,500 MM HEIGHT, 1,000 L CAP. 

L. ONE SET OIL STORAGE TANK, SAME TYPE AS ABOVE, SIZE OF DIA- 
METER 2,000 MM AND 2.600 MM HEIGHT, 7,500 L CAP. 

M. ONE SET HOT AIRDUCTS, SIZES OF DIAMETER 400 MM X 

4.000 MML AND 300 MM X 9,000 MML.4.5 MM PLATE THICKNESS. 

N. ONE SET OF STACK, SIZES OF DIAMETER 300 MM X 4.800 MMH 
AND 4.5 MM PLATE THICKNESS. 

O. ONE SET CYCLO GEARED MOTOR, EHM-2-56 ENCLOSED CAGE ROTOR, 

1.5 KW OUTPUT POWER, 1,500 RPM SPEED, 230 V RATED VOL- 
TAGE AND 50 HZ FREQUENCY. 

P. ONE SET GEARED MOTOR, SKK-AF ENCLOSED CAGE ROTOR TYPE, 

1.5 KW OUTPUT POWER, 1,500 RPM SPEED, 230 V RATED VOL- 
TAGE AND 50 HZ FREQUENCY. 

Q. ONE SET GEARED MOTOR, SKK-AF ENCLOSED CAGE ROTOR TYPE, 

5.5 KW OUTPUT POWER, 1,000 RPM SPEED. 230 V RATED VOL- 
TAGE AND 50 HZ FREQUENCY. 
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R. ONE SET INDUCTION MOTOR, ENCLOSED CAGE ROTOR TYPE.5.5 
KW OUTPUT POWER, 1,500 RPM SPEED, 230 V RATED VOLTAGE 
AND 50 HZ FREQUENCY. 

S. ONE SET INDUCTION MOTOR, ENCLOSED CAGE ROTOR TYPE, 1 1 
KW OUTPUT POWER, 3. 000 RPM SPEED, 230 V RATED VOLTAGE 
AND 50 HZ FREQUENCY. 

T. ONE SET CONTROL PANEL, SIZE 1,000 (W) X2,000 (H) X 
600 (D). 

U. ONE SET LOCAL OPERATION PANEL, SIZE 500 (W) X 500 (H) 

X 250 (D). 

V. TWO SETS THERMOMETER, CA THERMOCOUPLE TYPE WITH MEA- 
SURING RANGE 0-1,000 CENTIGRADE. 

W. TWO SETS DRAFTMETER, DIRECT INDICATING METER TYPE WITH 
MEASURING RANGES 1-50-0 MMH20 AND 1-200-0 MMH20. 

X. ONE SET CABLES AND CONDUIT PIPES. 

3. PROJECT IS FUNDED BY THE OVERSEAS ECONOMIC COOPERATION FUND 
(O.E.C.F.) JAPAN. U.S. IS LISTED AS ELIGIBLE SUPPLIER. 

PLEASE CONTACT ABOVE MENTIONED COMPANY BY CABLE ASAP. 

LETTER AS WELL AS TENDER SPECIFICATION BEING FORWARDED. 

RIVES 
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NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 
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NNN 
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